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DETAIL   OF  MONUMENT   AND   MONUMENT   INSTALLATION FOR SURVEY CONTROL   STATIONS
BRASS    CAP (see exhibit    E">  TO BE  SET IN   PRECAST MONUMENT   SO + LINES  ARE PERPENDICULAR  TO SIDES   OF MONUMENT; MONUMENT TO BE SET SO FOUR  ARMS   OF + IN CAP POINT ARE  IN  PROPER CARDINAL   DIRECTIONS.-
- GROUND   SURFACE
FIRM                       /        '
UNDISTURBED      / GROUND  - f
9    MINIMUM
ASPHALT   PAINT APPLIED8 DRY PRIOR TO INSTALLATION OF   MONUMENT-
1/8 SECTION IN
TRAVELED  WAY; IN  SURFACED   STREET IS" HOLE   TO BE  CUT SQUARE, NOT   ROUND, WITH SIDES OF SQUARE PARALLEL TO   SIDES OF   MONUMENT.
EXISTING  PAVEMENT  SURFACi
ACE7
BLACKTOP   OR
CONCRETE
PAVEMENT
NEAT CUT ALL AROUND, BY SAW IF IN CONCRETE ROAD SURFACE.
CONCRETE   PAVEMENT HIGH  EARLY   STRENGTH CONCRETE   BACKFILL, BITUMINOUS    PAVEMENT REPLACE   IN   KIND
ALL CONCRETE TO BE GRADE "AA" (See section SOI.4.3 Standard Specifications of Stole Highway
edition o-f 1963.)
2-1/2" 0   X 34" LONG STEEL   REINFORCING RODS SET IN   OPPOSITE CORNERS OF MONUMENT
Sourer: SEWRPC.
NOT TO   SCALE
FIGURE A.2. These dossier sheets are recorded with the County Surveyor as well as with the Commission and are thereby readily available to all land surveyors and engineers operating in the area mapped.
